Air defense 


Air Force gets new, economy Buie 

Third version of the backup interceptor control system has about double 
the air defense capabilities of predecessor network, costs but $35 million 


By James Brinton 

Boston bureau manager 

U.S. air defenses will get a lift later 
this fall when the Aerospace De¬ 
fense Command takes delivery of 
the first of 15 improved Buie— 
backup interceptor control—systems 
at North Truro on Cape Cod, Mass. 
The price of Buie 3 is compara¬ 
tively modest by the standards of 
military procurement—around $35 
million. But the system, which has 
considerably greater capabilities 
than its predecessors, is considered 
good enough to rate as a potential 
successor to the Sage—semiauto¬ 
matic ground environment—air de¬ 
fense system, which will be phased 
out in the 1970’s. Buie 3’s technical 
excellence is all the more welcome 
in light of the fact that Pentagon 
planners have continually sliced 
funds from the program since it 
was first set up during the early 
1960’s. 

Too close for comfort. Sage cen¬ 
ters, which began going operational 
in 1958, were originally intended 
for defense against manned bomb¬ 
ers and air-breathing missiles, and 
are located in or near the areas 
they’re supposed to protect. With 
the development of intercontinental 
ballistic missiles carrying nuclear 
payloads, it became apparent that 
an enemy could wipe out with a 
single shot not only a key target 
area but its air defense system as 
well. 

Accordingly, the Air Force began 
casting about for alternatives. 
Eventually, the service went for the 
Buie program, which locates con¬ 
trol centers at long-range-radar 
sites located well away from impor¬ 
tant targets. 

The first Buie system, deployed 
in 33 locations, was an interim, 
manual setup. But Buie 2, which 
was developed under the manage¬ 
ment of the Air Force Electronics 


Systems division (ESD) at Hanscom 
Field in Bedford, Mass., was de¬ 
signed to be an austere replica of 
the sophisticated Sage. 

Facilities 

A Buie 2 center uses Sage radars, 
but it has its own solid state data 
processing equipment, built around 
the Burroughs Corp.’s D-825 gen¬ 
eral-purpose military computer. 
Five operator consoles with fast 
cathode-ray-tube displays are linked 
to the computer by communica¬ 
tions lines. 

Each center can manage an air 
battle over an adjacent Sage sector, 
as well as above its own terrain. 
Operators get a visual display of 
data stored by the computer, along 
with a continuous flow of new in¬ 
formation from farflung airborne, 
shipboard, or ground-based sen¬ 
sors. The consoles are push-button 
controlled and of modular construc¬ 


tion to facilitate interchanges in 
case of breakdowns. Each unit is 
fully capable of air surveillance, 
weapons control, direction of air 
battles, and simulated training ex¬ 
ercises. 

Scramble. When Sage radars pick 
up a target, the Buie 2 center ac¬ 
cepts the inputs from the sensors, 
generates tracking information, and 
displays the data on the operator 
consoles. The system can check re¬ 
gional weapons availability and de¬ 
termine whether interception is 
possible. Once prelaunch and firing 
commands have been issued, the 
system can calculate and transmit 
guidance data to interceptors, 
whether aircraft or missiles. 

Though a technical success, Buie 
2 got caught in the switches of a 
Pentagon economy drive. So, after 
$140 million had been invested in 
hardware, the number of installa¬ 
tions was frozen at 13. However, 



Overview. In a dry run, console operators scan Buie 3's tv-like displays 
for track and intercept data, as well as the status of retaliatory forces. 
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High-Speed D-to-A 
Converter in a 
small package 


■ 3/4" x%"x iy 2 " 

■ No Switching Transients 

■ Low Price 

MINIDAC is an extremely versatile, 
UHF Digital-to-Analog converter mod¬ 
ule designed for driving into 100 ohm 
matching impedance. It may also be 
used with Operational Amplifiers for 
greater voltage ranges. These modules 
accept RTL, DTL or TTL input signals, 
include reference, switching, resistors, 
and provide currents of up to 10 ma. 
into resistive load. 

Output voltage time constant is less 
than 30 nanoseconds and will settle 
to 0.1% in 200 nanoseconds. An 
external threshold adjustment permits 
user to adjust the actual switching 
threshold minimizing the variations 
in rise and fall times in his logic. 
Feed through of switching signals has 
been eliminated. 

.. ...' 

APPLICATIONS 

High Speed Scope Deflection Systems 

Time Compression 

High Speed A/D Converters 


Precision High Speed Test Circuits 



MINIDAC units are available in up 
to 12 bits Binary or BCD input codes, 
and current output ranges of 4 and 
10 ma. Maximum output voltage 
without amplifier is 2 volts. Custom 
designed D/A Converters including 
Buffer Storage and special output 
Amplifiers are available upon request. 


FS- PASTORIZA 

■ i ELECTRONICS, INC. 
385 Elliot St., Newton, Mass. 02164 • 617-332-2131 



Test case. An officer practices air-defense routines at display console 
of Air Force’s Buie 3 system; first facility goes operational this year. 


during 1964 and 1965, before the 
first Buie 2 site had been activated, 
the whole program got a thorough 
going-over. Eventually, defense of¬ 
ficials sentESD and the Mitre Corp., 
which was doing the systems engi¬ 
neering work, back to their drawing 
boards to get more mileage out of 
the hardware that had been bought. 
As a result, a lot of engineers were 
wearing two hats, performing ac¬ 
ceptance tests on Buie 2 and draw¬ 
ing up design specifications for a 
follow-on system. 

Added attractions 

When Mitre and ESD finished 
their specifications on Buie 3—amid 
a crescendo of groans from project 
managers over further cutbacks 
and a lack of manpower, sympathy, 
and the like—a number of additions 
had been made. There are, for ex¬ 
ample, more operator consoles 
(making a total of 11 at some sites, 
10 at others), another message 
processor, another tape unit, eight 
core memories instead of six and 
an additional drum memory. 

“With more memory, more con¬ 
soles, and a greater capacity to 
communicate, Buie 3 can handle 
two or more times the number of 
tracks, as well as manage twice as 
much weaponry," says Capt. Jo¬ 
seph F. Elefritz, ESD’s project man¬ 
ager. 

James C. Naylor, Mitre's Buie 3 


project leader, believes the console 
changes are more significant than 
those made in the data processing 
gear. “At least they took more ef¬ 
fort and resulted in a noticeable 
enlargement of the system's capa¬ 
bilities," he says. 

Wider choice. Almost all of the 
logic in the consoles has been modi¬ 
fied in some way, according to 
David B. Fleury, an assistant site 
engineer from Burroughs. But prob¬ 
ably the most important change is 
the use of 49 categories of incom¬ 
ing information rather than 15, as 
in Buie 2 units. Operators can now 
call up more information on dis¬ 
played features or geographical ref¬ 
erences, targets, and the like. 

Information written on a drum 
for relay consoles is tagged with a 
nine-bit identification code. Throw¬ 
ing the console’s category selector 
switches filters some data out and 
passes some through to the display. 
Some information is sent to a con¬ 
sole with a specific mission, say, 
weapons director, because of the 
computer program, but category 
switches give the operator some 
discretion as to what he observes. 
There's an “only" position for each 
category that keeps all other data 
off the screen. 

In addition, says Fleury, there 
are new console address switches 
that can send information to a dis¬ 
play that isn't programed for it. 
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Two group switches make it pos¬ 
sible to select large numbers of 
categories at will. 

Enhancement. The display is re¬ 
freshed by repeated reading of the 
continuously spinning drum mem¬ 
ory. Only a few delay lines are used 
to prevent jitter or other visible de¬ 
fects. “There isn’t any memory ca¬ 
pability to speak of in the con¬ 
soles,” says Naylor. “And because 
we serve 11 consoles from our 
drums, we refresh less often than 
in Buie 2. Thus our display flickers 
a little.” 

This flicker problem was a thorny 
one for a while, Naylor explains, 
because Buie 3 uses a light sensor 
gun to discriminate among various 
displayed features and to help initi¬ 
ate action against a “hostile.” The 
pulse code used to distinguish the 
various types of data is transmitted 
to the gun by flashing phosphor. 

“So we were stuck,” Naylor says. 
“On the one hand, we needed a 
phosphor with long persistence for 
low flicker, and on the other, we 
wanted a fast rise time to get the 
code pulses on the screen clearly 
enough for the logic behind the 
light gun to decipher them. Even¬ 
tually we came up with a mixture 
of P-12 phosphor, for persistence, 
and P-16, for rise time. We still get 
a little flicker, but the data codes 
come through clearly.” 

Gun shy. Naylor notes that only 
certain information can be handled 
with a light gun—a situation that 
tends to cut the number of operator 


errors. For example, if an operator 
tries to dispatch an interceptor to 
shoot down a geographical bound¬ 
ary, rather than a hostile aircraft, 
the computer refuses to transmit 
the order and informs the operator 
of his error on a small cathode-ray 
tube to the right of the large dis- 
play. 

In addition, the computer can re¬ 
ject such goofs as committing 
weapons to a track (target) already 
being shot down by another opera¬ 
tor. The machine can also tell the 
operator if the interceptor has too 
little fuel or lacks the speed to 
reach the target, or if the target is 
actually a friendly airplane. All this 
information appears in flashing let¬ 
ters on the message ert, along with 
instructions about how to rectify 
errors. 

Naylor points out that Buie 3 
consoles have feature selection 
switches that put track data on the 
display ert in alphanumeric form. 
This information includes the 
course, speed, and altitude of a 
target, notice of the dispatch of 
weapons to deal with the track, 
and symbols indicating when track 
is about to become the responsibil¬ 
ity of an adjacent center. Buie 2 
lacked this latter feature. 

Next best 

Outside the operator consoles, 
Naylor feels that the status display 
console in the data processing sec¬ 
tion is the most important new 
feature of the Buie 3. In the Buie 2, 


Survival of the fittest 

In the budget message and five-year program, presented to the Senate 
Armed Services Committee last January, Robert McNamara, then Defense 
Secretary, forecast that much of the U.S. air surveillance, warning, and 
control network could be phased out during the 1970’s when Awacs (air¬ 
borne warning and control system) and over-the-horizon radar become 
available. On the “to-go” list would be all but one of the Sage combat 
centers, all of the Sage direction centers and about half the search radars, 
all of the gap-filler and dew (distant early warning) line radars, and all 
of the aew/alri (airborne early warning/airborne long-range input) 
aircraft. Retained would be the Norad (North American Air Defense 
Command) combat operations center, a manually operated combat cen¬ 
ter in Alaska, 10 Buie stations, and some of the search radars and fire- 
control centers at Nike-Hercules batteries. 

When Buie 3, which has twice the data processing, tracking, and dis¬ 
play capacity of its predecessor system, got a green light in 1966, Mc¬ 
Namara recommended that Sage be all but eliminated. Under the 
original plans, two Buie 3 systems would have been deployed in each 
of eight Sage sectors along U.S. borders; in addition, three other Sage 
sectors were to get one Buie system apiece. Subsequently, however, the 
total number of Buie sites was cut back to 15. 
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The Material 
of Unlimited Uses... 



INSTANT 
DIP A MOLD 

In seconds, you can make perfect 
molds, like this one, for potting 
any encapsulation, and make 
them economically, with low- 
melting CERRO® Alloys. Just dip 
the master in molten alloy. A thin 
coating of alloy clings to the 
pattern. Withdraw the pattern, 
and you have a perfect high 
fidelity mold. When the encapsu¬ 
lating plastic cures, simply 
remove the CERRO Alloy. Use it 
over and over again, almost 
without limit. 

This particular alloy— 
CERROTRU®—does not shrink, 
slips easily from the pattern 
without parting or contaminating 
compounds or coatings. Because 
of its low melting point, it is safe 
and easy to handle. 

You can reproduce such unusual 
details as positioning lugs for 
transformer cases, as shown 
above, without the use of cores, 
inserts or secondary operations. 

Instant molding is just one of the 
many uses for CERRO Alloys. To 
find out more, contact Cerro 
Copper & Brass Co., Cerro Alloy 
Dept., Stamford, Conn. 06907... 

R. S. Darnell (203) 327-0550. 

CERRO* 
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Offers MAXIMUM VERSATILITY 


DIGITAL AUTOMATIC FREQUENCY CONTROL lets you 
“LOCK IN” a CEI receiver to a selected frequency with stability 
approaching that of the counter’s internal reference source. 
Extensive use of integrated circuits has permitted design of a 
counter that is simple to use and in a compact half-rack size. 
It will not produce RFI in the associated receiver. 

The 302A has been designed for use with CEI VHF receiv¬ 
ers to indicate the tuned frequency over the range of 10 MHz 
to 300 MHz or it can be used as a laboratory counter for direct 
counting frequencies up to 300 MHz. It may be combined with 
CEI’s DRX-1000 Digital Readout Extender to indicate the tuned 
frequency of CEI receiving equipment up to 1000 MHz. In the 
DAFC mode the 302A controls the local oscillator of the receiver 
to hold a desired frequency and, in effect, gives results similar 
to a frequency synthesizer. 

The unit has an internal preset for receivers with a 21.4 
MHz IF. Other presets are available as options. BCD output 
plus print and inhibit commands for printers such as the CMC- 
410A also are available. Call or write for details. 


EEL 


SUBSIDIARY OF WATKINS i JOHNSON 


UiMb iw 

UUU 


COM M U N iCATION 

6006 Executive Blvd., Rockville, Md. 20852 • 


E LECTRONICS 

301/881-3300 • TWX 710-824-9603 


-302A 

COUNTER 



Check point. Status display console 
rides herd on communications and data 
processing portions of the Buie 3; 
system serves as maintenance monitor. 


information on how the computer 
was running and what was going 
wrong came to the facility mainte¬ 
nance monitor via Flexowriter. 
Now there’s a board full of lighted 
buttons that not only indicates the 
status of the equipment at a glance 
but also allows the site personnel 
to conduct tests and simulate de¬ 
fense operations without having to 
use punched cards or keyboard in¬ 
structions. 

The new setup will speed re¬ 
pairs, Naylor observes. ‘The use of 
a utility computer program with 
simplified trouble printouts on the 
status display console helps the 
men find an error to within 13 to 
15 circuit cards that can be pulled 
en masse and replaced,” he says. 
“While all this is going on, the 
computer will switch over to some 
of the redundant components in the 
system.” 

But Buie 3 isn’t home free so 
far as maintenance, Naylor feels. 
“It uses the relatively new and un¬ 
tried concept of error detection and 
recovery; this might be a big chunk 
of technology to digest immedi¬ 
ately,” he says. “I’m sure a com¬ 
puter expert could quickly learn 
how to work with the system, but 
the airmen have only 19 weeks of 
training in maintenance.” 

Progress report 

Naylor maintains that the pro¬ 
grams used with the D-825 are the 
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If you need a relay to meet these specifications: 

MS27245 

MS27247 
MtR575723 


Specify this: 


MMbim 901 

0C.KJQUKMS 

vm.wwL.nw , 
nactcitt. cow*. I 
mmux. mo. usa 1 
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Conelco Style 7 Relay DPDT 10 amp military 


best possible for such a processor. 
There were software problems, 
though, growing out of the fact that 
the computer is a transistorized 
second-generation machine. In ad¬ 
dition, the computer has to service 
more consoles, record and relay 
more data, and perform more data 
analyses, than it had had to in 
Buie 2 operations. The exact nature 
of the new software developed by 
the Systems Development Corp. is 
classified, but Naylor does state 
that “SDC solved a problem that 
there was no money left to solve, 
and in doing so pushed the D-825 
to the limit of its capabilities.” 

Overcoming adversity. If Buie 3 
had been properly funded, says 
Naylor returning to a favorite 
theme, the programing problem 
could have been solved more eas¬ 
ily. Withal, the program’s shortage 
of men and money forced two other 
innovations, he says. The first was 
an adaptation of existing Bell Sys¬ 
tem modems that permits the trans¬ 
mission of double the amount of 
data per second than was previ¬ 
ously possible. Since the extra 
speed really isn’t as important as 
money in this case, the Aerospace 
Defense Command is switching 
some of its communications links 
from duplex to simplex lines. Nay¬ 
lor believes that when the change 
over is finished, the ADC will be 
saving approximately $6 million a 
year. 

The other innovation is the ap¬ 
plication of systems engineering 
management techniques to the pro¬ 
curement of computer programs. 
Says Naylor: “In the late 1950’s, 
software producers weren’t re¬ 
quired to meet performance stand¬ 
ards. Now with SEM spec 3751 and 
ESD’s Exhibit EST-1, software mak¬ 
ers must show and tell just like the 
hardware people.” 

EST-1 includes a statement of 
test procedures and makes some 
tests the responsibility of the con¬ 
tractor, Naylor continues. “It’s no 
longer a case of the software con¬ 
tractor writing a program and let¬ 
ting the buyer debug it; with EST-1 
documentation, there are fewer 
bugs in the first place, and test in¬ 
structions are included as a further 
protection to the customer.” In ref¬ 
erence to Buie 3, he says that “the 
use of EST-1 helped us escape sev¬ 
eral problems long before the 
scheme went into operation.” 


You can’t get a better 10 amp 
relay for your money than the 
Conelco Style 7. It was developed 
specifically for the aerospace 
industry. 

So it’s durable and depend¬ 
able. For 3-phase AC require¬ 
ments, an arc chamber is used to 
assure trouble free operation to 
100,000 times, minimum. And all 
welded construction makes it 
absolutely reliable for the most 
stringent avionic applications. 
Independent tests have proven 
that the Style 7 Relay stands up 
against the effects of altitude, vi¬ 
bration andtemperatureextremes. 


We've got a Style 7 Relay 
designed specifically for your 
needs. Send for our exclusive 
Select and Specify Chart. 


FEATURES: 

All welded construction for positive 
contamination control. 

20% smaller than similar relays. 

Arc chamber: —10 amp AC rating 115 volts 
single and three phase with case grounded. 
CHARACTERISTICS: 

DPDT 10AMP 28VDC/115VAC res. 

Coil: 565 MW typical: 26.5VDC 300 ohms 
Ambient temp: —65 to -M25 C 
Vibr: 20G up to 2000 Hz 
Shock: 50G 11msec 

Mil-Spec: MS 27245 MS 27247 MIL-R 5757/23 


PRICE ELECTRIC CORPORATION 

WM 

HI-SPEC ELECTRONICS CORP 


Price Electric Corporation, Frederick, Maryland 21701, 301/663-5141, 
TWX: 710/862-0901, subsidiary of Consolidated Electronics Industries Corp. 
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